Fine 

Wwl Working 


Storage Bench 

by Joseph Hurst-Wajszczuk 


All wood screws 1%"#10 /71 


12 " 



Front panel 


Leg detail 

Vfchamfer - 


Bottom rail 


Center groove on rail 


#10 biscuit 


Number Part 


8 

8 

2 

2 

2 

2 

6 

4 

6 

1 

2 

2 

2 

2 


Leg cores 
Leg veneers 
Top side rails 
Bottom side rails 
Top front and back rails 


Cutlist 

Size 

3 Ax lx 22 Vi in. 
l A x 1 Vi x 2214 in. 
%x214x 14 in. 
3 Ax 3 x 14 in. 

% x 214 x 34 in. 


Bottom front and back rails % x 3 x 34 in. 


Stiles 

Side panels 

Front and back panels 

Lid 

Lid cleats 
Wide filler strips 
Narrow filler strips 
Bottom cleats 
Bottom slats 


%x 2x 12 in. 
1 Ax6Vix 12 in. 
l Ax 1014 x 12in. 
3 Ax 1614x34 in. 
Kxlx 1314 in. 
3 Ax 1 x 14 in. 
3 Ax Y Ax 1414 in. 
% x 1 x 34 in. 
%x4xl5 in. 


Material 

Quartersawn white oak 
Quartersawn white oak 
Quartesawn white oak 
Quartersawn white oak 
Quartersawn white oak 
Quartersawn white oak 
Quartersawn white oak 
Quartersawn white oak 
Quartersawn white oak 
Quartersawn white oak 
Quartersawn white oak 
Quartersawn white oak 
Quartersawn white oak 
Quartersawn white oak 
Pine or poplar 


Mark centerlines 
(top and bottom) 
to align biscuit 
jointer. 


Leg - 


IIV2" 

J 


-3" 


Wraparound 
quartersawn legs 


Rout edge flush after glue-up. 
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